Safe Dominia 


Accommodation Barge - 9,819 d.w.t. 


Spring 1983 
(22/04/1983) 
Chief Eng Officer Smith M.D 


3rd Eng Officer Fairhurst F.W 
3rd Eng Officer Elliot A.K 
Senior Elect Officer Le Marchand A.G 


Spring 1984 
(13/04/1984) 
Chief Eng Officer Baker I.G 


4th Eng Officer Davis P.E 
4th Eng Officer Ford S.J.F 


